United States Court of Appeals 


for the Second Circuit 


BRIEF FOR 
APPELLEE 


76-7033 


993 
76 . 


RR aa ne Se ee a RN CNL I NN 


UNITED STATES COURT OF APPEALS 
FOR THE SECOND CIRCUIT 


Docket No. 76-7233 
Se ote CA a OE 
Pressure Science Incorporated, 
Plaintiff - Appellant 


Vv. 


Defendants - Appellees 


ee nee 


On Appeal From The United States District 
Court For The District Of Connecticut 


BRIEF OF DEFENDANT - APPELLEE 
DAVID KRAMER 


geet ennchessterencsontsnssorenyumeapeenies 
—— 


Pursuant to Rule 28(i) of the Federai Rules of Appellate 
Procedure Appellee David Kramer hereby adopts by reference the 
brief of Appellee The Advanced Products Company. 
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